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N the words of Owen D. Young, ‘‘The 


most valuable item in the balance sheet of 


America has been, and will continue to be 


the things we do not know.”’ 


During the last 15 years, the fuel required to 


generate a kilowatt-hour has been reduced 
more than 50 per cent; lamps have increased in 
lighting value and diminished in cost. In 
barely more than a decade, radio and refriger- 
ation have risen from laboratory benches to 
lofty heights in appliance load building. Fifteen 
years ago, ten years ago, these advances in 
power generation and utilization were “‘things 


we do not know.”’ And so tomorrow may bring 
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startling economies from electronic devices, for 
example, or new applications of electricity 
that will double the domestic load. 


General Electric values highly its efficient 
organization for searching into the unknown. 
Yet G-E research — the creator of new tools, 
the founder of new industries, the employer of 
new thousands of people — has earned fot 
the electrical industry tens of dollars for every 
dollar it has earned for General Electric.! G-E 
research must go on—to continue the dis- 
covery of ‘‘the things we do not know and 
put them to useful work. The extent of G-E 
research, as well as its value to industry, 
depends largely upon your purchases. 
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Public Service Electric & Gas 
to Enlarge Burlington Station 


New Jersey utility to spend $12,000,000 for expansion and improve- 
ment of electric generating and transmission facilities — McCarter 


says program is needed to meet growing demands for service 


Expenditure of approximately $12.- 
000,000 will be made by the Public 
Service Electric & Gas Company for 
the enlargement and improvement of 
electric generating and _ transmission 
facilities in the southern portion of 
New Jersey, according to Thomas N. 
McCarter, president. 

It was pointed out by Mr. McCarter 
that “since early last year ninety-six 
industries with an aggregate con- 
nected load of 38,500 hp. have come 
into our territory from other locali- 
ties.” He said that the trend is con- 
tinuing. 


Anticipated requirements 


“To maintain its policy of ade- 
quately meeting all demands upon it 
the company is going forward now 
with a $12,000,000 program to be 
ready for anticipated requirements in 
1939,” Mr. McCarter stated. 

The extensive program calls for the 
addition to the Burlington station to 
house a new 100,000-kw. turbo-genera- 
or, two high-pressure, high-tempera- 
lure steam boilers and necessary auxil- 
lary equipment. The turbine will be 
the largest unit in the system. at pres- 
ent the largest being a 90,000-kw. gen- 
crator in the Kearny station. 

The company stated that the pro- 
posed installation will about triple the 
“apacity of the Burlington station, 


bringing it up to a total of 151,750 
kw. and ranking it next to the Kearny 
and Essex stations, which are rated at 
324,500 kw. and 193,000 kw. 

In order to make possible delivery 
of coal by water as well as by rail, it 
is proposed to build a new dock on 
the Delaware River at the Burlington 
station, equipped with the latest type 
of coal-handling facilities. A tower 
and conveyor belt system will be used 
to unload the barges and carry the 
coal into the bunkers or storage piles 
in the yard. 


To enlarge station 


A transmission line carrying two 
132-kv. circuits will be provided from 
Burlington to the Trenton switching 
station. Extensive alterations will also 
be made at the Trenton station, includ- 
ing the rearrangement and enlarging 
of the switching equipment. 

The that the in- 
creased resources of the Bur- 
lington station will be available not 
only to the Trenton and Camden areas 
but can be switched to the northerly 
territory served. It was pointed out 
that the program will provide in- 
creased facilities and will further in- 
sure reliability and continuity of serv- 
ice throughout the entire area in which 
the company operates. 

It is expected that work on the pro- 


company stated 


pe ywer 


gram will begin within the next few 
months and that facilities will be ready 
for operation by late summer or early 
fall of 1939. 

The Public Service Corporation of 
New Jersey system is spending $23.- 
000.000 on an expansion and improve- 
ment A 50.000-kw. super- 
posed turbo-generator and two high- 


program. 


pressure, high-temperature boilers are 
to be installed at the Essex station. 
Newark. Other improvements 

taking place in other areas served. 


are 


Gov. Martin Opposes 
Appointment of Ross 


Strong opposition to the selection 
of J. D. Ross. manager of the Seattle 
municipal power plant and member 
of the SEC, as administrator of Bon- 
neville power has developed. Gov. 
Charles H. Martin of Oregon declared 
that the selection of Mr. Ross would 
be an outrage and a complete sellout 
to Seattle. 

Governor Martin said that he agreed 
with Representative Nanny Wood 
Honeyman of Portland, who is op- 
posing the appointment of Mr. Ross. 

“We have plenty of Oregon men 
capable of handling the office of ad- 
ministrator,” the declared. 
He referred to Seattle as a city in- 


Governor 


fested with a lot of people who want 
the world. 
® 


Seeks FPC Approval of Sale 
of Electric Power Facilities 
The Federal Power Commission has 
set July 29 as the hearing date on the 
application of the St. Louis Gas & 
Coke Corporation, Granite City, IIl., 
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for approval of the sale of its electric 
facilities to the Granite City Gener- 
ating Company. These facilities are 
said to include a 15,000-kw. steam 
generating plant and a 33-kv. trans- 
mission line; generating plant has 
been appraised at $1,300,000. 

If the application is approved the 
Laclede Power & Light Company will 
operate the electric facilities under a 
26-year lease from the Granite City 
Generating Company at a rental of 
$125,000 per year, the commission 
states. Hearing will be held in Wash- 
ington. 

. 


TVA to Put Tablets 


on Two Power Dams 


TVA directors have authorized the 
placing of bronze tablets on the 
Wheeler and Norris dams. The in- 


scription on the dams will read: 


Wheeler Dam 


Named in honor of Joseph Wheeler, 
general in the Army of the Confederacy 
and a leader in the United States Volun- 
teers in the Spanish American War. 


Norris Dam 


Named in honor of George W. Norris, 
United States Senator from Nebraska. 


On each tablet will read: “Built for 
the people of the United States of 
America by the Tennessee Valley Au- 
thority under the direction of the Con- 
gress and the President.” 





Niagara Hudson Power in Drive 


Fully to Electrify Rural Areas 


Builds 753 miles of line and adds 2,734 customers in six months — 
Dealers sell 6,177 major appliances valued at $801,710 — Estimate 
12,300 other appliances valued at $1,234,500 were sold 


Substantial progress has been made 
during the first six months this year 
by the Niagara Hudson Power Sys- 
tem in its program fully to electrify 
the rural areas served. It is expected 
that by the end of the year more than 
95 per cent of all rural customers, 
both farm and non-farm, will have 
electric service available. 

The system now has 12,578 miles 
of rural lines in operation serving a 
cotal of 37,537 customers. Since the 
first of the year the western division 
has added 720 farm customers, the 
central division 1,256 customers and 
the eastern division 758, a total of 
2,734 customers. 

A total of 753 miles of rural lines 
have been built since the first of the 
year, dividend: Western division, 209 
miles; central division, 303 miles; 
eastern division, 241 miles. 

Alfred H. Schoellkopf, president, 
stated that at the present time the sys- 
tem has authorized and under con- 
struction 350 miles of rural lines 
which will serve approximately 1,537 
potential customers. There is under 
negotiation, or awaiting authoriza- 
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NEW SUBSTATION—Power generated by Southern California Edison is now flowing 





to San Joaquin Light & Power through this new substation at Magunden, Calif. The 
75,600-kw. of transformers step down from 220,000 volts to 70,000 volts for delivery 
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tion, approximately 878 miles which 
have 4,186 potential customers. 

Not only is Niagara Hudson Power 
building a vast network of rural lines 
to make available an abundant sup. 
ply of cheap electricity, but it is giv. 
ing every assistance to dealers in the 
territory in the sale of household and 
farm appliances. 

During the first six months this 
year dealers reported sales of 6,177 
major farm appliances with a value 
of $801,710. The diversity of these 
appliances is seen in the following: 


No. Approximate 
Sold Value 


NR oe ah dig di gia s aNiel 1,164 $116,400 
BENE QOGROUE: cc cccevcesen 927 231,750 
Milking machines ....... 171 34,200 
UGeeees. MROCOTE 265 ce ceees 140 2,800 
Irrigating pumping 4 
SR: Saga wae eebtKes< 3 3,600 
eee 155 3,875 
Battery brooders ........ 36 2,800 
er ee 33 1,500 
RE, evacvwcacawovs 28 8.40 
Poultry warmers ........ 107 300 
Electric ranges ......... 2.745 343,125 
Water heaters .......... 662 52.960 
NE 6 SG cxiencnnveees 6,177 $801,710 


It is estimated that 5,000 radios 
valued at $250,000, 3,500 refrigera- 
tors valued at $612,000, 3,500 
washers valued at $350,000 and 30 
ironers valued at $22,500—a total of 
12,300 appliances valued at $1,234. 
500—were sold during the first six 
months this year to rural customers. 

It has been found that the pros 
perity of the farmer has been pro- 
nounced in many respects and that 
the use of electricity is receiving 
creater attention. Good crops and 
high prices for farm products have 
enabled the farmer to purchase many 
needed electrical appliances on the 
farm as well as in the home. It i 
expected that sales of appliances will 
show a progressive increase in the 
future as many farmers have now com 
pleted payment on wiring and can u* 
funds for other purposes. 


Build System for TVA Power 


Following the approval of 3 


$364,000 bond issue by the General 
Assembly, an electric distribution sY* 
tem is to be constructed for Jackso" 
Tenn., at a cost of $575.000. The s)* 
tem will utilize TVA power. 
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House Power Bloc Protests TVA 
Abandonment of ‘Yardstick’ Rate 


Representative Rankin demands contract with Arkansas Power & 
Light be canceled unless agency’s resale schedule applies — Lilien- 
thal attends meeting in Washington — Says TVA cannot rule rates 


Last week David E. Lilienthal, TVA 
power director, found his house di- 
vided against him as Representative 
John E. Rankin, staunch TVA sup- 
porter, acted as the spearhead in the 
attack against actions of the huge gov- 
ernment power experiment agency. 

The crisis which has developed is 
over the rates which Harvey Couch’s 
Arkansas Power & Light should charge 
customers for the power it purchases 
from TVA. Mr. Rankin and his House 
power bloc demand that the TVA 
“vardstick” rates apply. Mr. Lilien- 
thal says TVA cannot force the utility 
to reduce its rates to “yardstick” levels 
because of the small amount of TVA 
power purchased by the Arkansas com- 
pany. 


“Yardstick” demanded 


The controversy over the Arkansas 
Power-TVA contract has reached the 
stage at which Mr. Rankin and his 
power bloc members are ready to carry 
their fight to the Federal Power Com- 
mission, which must approve the con- 
tract before it becomes effective, and 
even to President Roosevelt, if nec- 
essary. The ultimatum is that the 
“yardstick” rates apply or the con- 
tract be canceled. 

To give force to its movement, the 
power bloc adopted a resolution last 
week, following a conference with Mr. 
Lilienthal in Washington, stating that 
the contract “is not in accordance with 
either the letter or the spirit of the 
law as we understand it.” It requested 
the TVA to fix an applicable schedule 
for the resale of the power to be sup- 
plied Arkansas Power & Light. It was 
also urged that if the price charged 
the ultimate consumer for the power 
is in excess of the price fixed by the 
TVA the contract be immediately can- 
celed. 

The thirty members attending the 
meeting instructed Mr. Rankin to pre- 
sent to the President the “necessity” 
for an appropriation to construct trans- 
mission lines from the TVA power 


ams to extend for a radius of at 
least 250 miles. 


Mr. Lilienthal says that the TVA can- 
not force the “yardstick” rates on the 
Arkansas utility because during the 
first year TVA will be supplying only 
6 per cent of its power. However, 
he adds, “after the third year of the 
contract, when the power company is 
taking full amount of power provided 
in the contract, TVA will be supply- 
ing but 25 per cent of the total power 
used. 


See $100,000 saving 


“The statute does not contemplate 
that resale rates should be controlled 
by such a small percentage of the total 
power sold. 

“The full effect of the saving which 
will accrue to the company through 
purchase of power from TVA will be 
passed on to the customers.” 

Mr. Lilienthal said that the contract 
provides that Arkansas Power & Light 
reduce its rates as soon as TVA power 
is available by the full amount of the 
saving to be realized at the end of the 
third year. It is estimated that this will 
mean a saving of about $100,000 a year 
to Arkansas customers, based on the 
purchase of 40,000 kw. from TVA. 


v Py 


However, the savings will be put into 
effect the first year, although the utility 
will be purchasing only 10,000 kw. 

Recently Mr. Lilienthal said that with 
the signing of the Arkansas and the 
Aluminum Company power contracts 
the TVA was on the road to profitable 
operations. Observers declare that the 
TVA is finding it difficult to sell the tre- 
mendous amount of power to be gener- 
ated at its dams. 


Iowa Utility Given Large 
Vote in Franchise Poll 


In one of the largest votes ever re- 
corded in a special election in Cedar 
Rapids, Iowa, the Iowa Electric Light 
& Power Company was granted a 25- 
year franchise for steam and electric 
service. The election held on July 12 
recorded 7,486 votes in favor of the 
proposition and 407 opposed. 

The astounding returns of more than 
18 to 1 is the greatest majority given 
on a utility franchise question in lowa 
in many years, it is reported. 


Signs Labor Contract 


Northern Indiana Public Service 
Company has signed a contract with 
the International Brotherhood of 
Electrical Workers, an A F of L affil- 
iate, as sole bargaining agent for 
employees of its operating department. 
The contract is retroactive to May 1 
and calls for wage adjustments for 
employees. 





General Electric Photo 


SAFETY LIGHTING—First long stretch of sodium safety lighting in Utah has been 


opened just outside Salt Lake City limits. 


More than 3 miles of orange-yellow 


illumination is being provided by 98 sodium units with 10,000-lumen lamps 
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Utility Approves New 
Boulder Dam Contract 


The Bureau of Reclamation has been 
authorized to negotiate a contract with 
the Nevada-California Electric Cor- 
poration, the draft of which also has 
been approved by the utility, under 
which the company would begin pur- 
chasing Boulder Dam power immedi- 
ately, according to the Department of 
the Interior. 

The utility, one of the original Boul- 
der Dam power purchasers, was not 
required to take and pay for power 
until 1940. 

Under the interim agreement the 
power generated by unit A-8 in the 
Arizona wing of the power house 
would be sold to the utility. This unit, 
which has a capacity of 40,000 kva., 
has been installed and is ready for 
operation. 

The bureau estimates that by show- 
ing three years ahead of the time when 
the utility was scheduled to take power, 
revenue to the government totaling 
$793,058 will be added to the income 
of Boulder Dam. 

The agreement provides that the 
utility purchase 62,854,000 kw.-hr. of 
firm power at 1.63 mills and 37,146,- 
000 kw.-hr. of secondary energy at 0.5 
mill during the first year, 79,833,600 
kw.-hr. of firm and 70,166,400 kw.-hr. 
of secondary energy the second year 
and 96,744,450 kw.-hr. of firm and 
78,255,550 kw.-hr. of secondary 
energy the third year. 

In addition to the energy purchase 
for three years at an estimated price 
of $483,058, the company will pay 
$300,000 for use of power machinery 
during the period. 


Palmer Electric to Move 
Plant to Wakefield, Mass. 


Ten years of expanding business at 
its Waltham, Mass., factory have made 
it necessary for the Palmer Electric 
& Manufacturing Company to find 
new quarters, and on September 1 
production will begin in 50,000 sq.ft. 
of floor space leased from the Hey- 
wood-Wakefield property at Wakefield, 
Mass. This will provide about double 
the manufacturing area available in 
the Waltham plant, which will be 
given up by the company. 

At Wakefield there will be an in- 
crease of about 50 per cent in the 
number of employees, and in addition 


6 (296) 





to the modern machinery to be trans- 
ferred from Waltham the company 
will require eight new motor-driven 
punch presses and will improve the 
lighting facilities of the leased prop- 
erty. 

~ 


Approve Merger Plan 
of Canadian Utilities 
Stockholders of Canadian Hydro- 


Electric Corporation approved at a 
meeting last week the consolidation 
with the Gatineau Power Company. 
The vote of the first preferred shares 
was 76,667 for and 15,858 against. 

Second preferred and common 
shares, all owned by International 
Hydro-Electric Corporation, were all 
voted in favor of the consolidation, 
which does away with Canadian Hydro 
and gives shareholders in that com- 
pany shares in Gatineau Power. 

Indications were given at the meet- 
ing in Ottawa by Senator Arthur 
Meighen that a minority group would 
oppose the consolidation by court 
action. 

* 


Consolidated Edison Lifts 
Pay of Employees 5 Per Cent 


Employees of the Consolidated 
Edison Company of New York, Inc., 
system whose salaries are less than 
$5,000 a year last week received their 
first increase in pay under the 5 per 
cent advance recently promised by 
the Edison management. The _ in- 
crease had been agreed to in the con- 
tract signed with the International 
Brotherhood of Electrical Workers, 
an affilite of AF of L. 

According to an announcement by 
the company. pay increases were 
made to all who had not received an 
increase since January 1. Those em- 
ployees earning less than $40 a week 
received flat raises of $2 per week. 


Wins Appeal on Taxes 


The U.S. Board of Tax Appeals has 
ruled that the Metropolitan Edison 
Company was deficient only $100,278 
in income taxes for the years 1927 and 
1928. The company had contested an 
alleged deficiency of $421,413 for the 
same years as assessed by the Bureau 
of Internal Revenue. It was the com- 
pany’s contention that the bureau had 
erred in disallowing deductions for 
depreciation and amortization. 
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Minnesota Newspaper 
Lauds Utility Service 
The Albert Lea, Minn., Tribune 


points out in a recent editorial that 
the people of the community who 
make daily use of electricity “really 
do not appreciate the fine service 
given them by the Interstate Power 
Company.” It stated that “the rea- 
son they do not realize the value of 
this service is because seldom is there 
an interruption of any kind.” 

The editorial stated that “human 
beings are peculiar. They kick their 
heads off if anything goes wrong with 
their telephones, their electric service 
and all other conveniences about their 
home, but when everything works like 
clockwork they never take a little 
time to tell the heads of the concerns 
that furnish all these things what a 
fine job they are doing for you. You 
know, just a word or two of apprecia- 
tion along this line is highly encourag- 
ing and helps the heads of these serv- 
ice concerns to carry on with a greater 
determination than ever to give satis- 
faction. They are human, you know, 
and like to be patted on the back— 
just as you do, when you do your 
utmost to please. We say ‘they are 
human’—even if some unreasonable 
people do not use them as such.” 

Recently there was an interruption 
of service at the Fairmont municipal 
light and power plant which left the 
city without electricity from five min- 
utes to an hour. It was the longest in- 
terruption in many years. 


Utilities Plan Consolidation 


Charlemont Light & Power Company 
and Northern Berkshire Gas Company 
have petitioned the Department of 
Public Utilities of Massachusetts for 
permission to consolidate the two 
properties. The proposal is that stock 
of Northern Berkshire Gas be issued 
in exchange for Charlemont Light & 
Power. 

° 


Approves Utility Settlement 


Federal Judge F. H. Bryant at Bing- 
hamton, N. Y., has approved settle: 
ment for $335,000 of a $1,250,000 
claim of Rochester Gas & Electric 
against B. L. Tilton, trustee of New 
York State Railways. The order of 
settlement ends seven years’ litigation 
over power rates. 
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Court Halts Utility 
Case Inquiry of FPC 


The inquiry by the Federal Power 
Commission into the affairs of six 
Pennsylvania subsidiaries of the Asso- 
ciated Gas & Electric Company has 
been halted by the United States Cir- 
cuit Court of Appeals. The court ruled 
that the commission must answer by 
October 4 the ruling calling upon it to 
show by what authority it is conduct- 
ing the investigation. 

The companies affected include the 
Metropolitan Edison, Northern Penn- 
sylvania Power, Pennsylvania Electric, 
Erie Lighting, Clarion River Power and 
Solar Electrie. 

Last April, at the request of Gov- 
ernor Earle, the commission began the 
inquiry. Governor Earle at that time 
attributed the reputedly high utility 
rates in certain communities to the 
flow of millions of dollars in “service 
charges” from comparatively small 
“co-operating” companies to the “top” 
holding corporation. 


Plan to Modernize System 


Modernization of the Pacific Gas 
& Electric Company’s system in and 
around the city of Sacramento, Calif., 
has been started, according to E. W. 
Florence, local division manager. The 
improvements consist of a new 4,000- 
kva. regulating transformer at the 
Knight’s Landing sub-station, recon- 
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INQUIRING REPORTER—This medium of advertising netted the Ohio Electric 
over $11,000 on electrical refrigerators the first month, according to John Rick, 
manager of the Columbus branch. Questions asked refer to electrical appliances 


struction of 24 miles of 22-kv. lines 
from Eldorado hydro plant to Forebay, 
with four 300-kva. transformers to be 
installed at the former locations; the 
re-insulation of several important lines 
in the Sacramento valley region; and 
the installation of a new manhole and 
300-kva. of subway transformers within 
the city proper. 
® 


Empire Gas Company Merged 


Empire Gas & Electric Company, 
serving Auburn, Geneva, Seneca Falls 
and Arcadia, N. Y., and surrounding 
territory, has been merged into New 
York State Electric & Gas Corpora- 
tion. This brings to 346 the total of 
companies in the Associated Gas & 
Electric System which have been 
merged, dissolved or otherwise elimi- 
nated. 


Clyde Advocates Portland 
Purchase System of Utility 


Commissioner Ralph C. Clyde in a 
report to the Portland, Ore., City 
Council advocated the purchase of the 
property of the Northwestern Electric 
Company rather than the city construct 
a distribution system. 

It was pointed out by Mr. Clyde that 
it would be more economical for the 
city to purchase an established busi- 
ness than to attempt to build what 
would be a third system in the city. 
Purchase would be made through the 
sale of utility certificates which are 
liens against the plant and revenues. 
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Court Ends Control 
of Middle West Corp. 


Having been in the hands of the 
court since April, 1932, following the 
collapse of the gigantic Insull utility 
empire, Middle West Corporation 
passed out of the federal court’s control 
last week when Federal Judge James 
H. Wilkerson transmitted an order ap- 
proving the final report of Daniel C. 
Green as trustee and discharging him 
from his duties as trustee. Mr. Green 
is president of the company, which is 
a reorganization of the old concern. 

December 31, 1938, was set by Judge 
Wilkerson as the date on which security 
holders and creditors might exchange 
their obligations for the new Middle- 
west common stock. Out of 3,310,757 
shares issued by the reorganized com- 
pany, 175,848 remain to be used for 
exchange purposes. Judge Wilkerson 
ruled that new stock not taken up by 
the deadline must revert to the com- 
pany’s treasury. 

Mr. Green was appointed trustee on 
July 23, 1934, and the plan of reor- 
ganization was confirmed by the federal 
court on November 27, 1935. 


New Jersey Manufacturer 


Signs With AFof L Union 


Increases of 10 to 20 per cent have 
been granted the 350 employees of 
Thomas & Betts Company, electrical 
equipment manufacturers of Eliza- 
beth, N. J., who last week signed a 
contract with the International 
Brotherhood of Electrical Workers, 
an AF of L union. 

The agreement also calls for a 40- 
hour working week, time-and-a-half 
for overtime, a week’s vacation with 
pay for employees with the company 
a year or more and establishes eight 
holidays during the year, for which 
the workers will be paid. 


Plan Grand Coulee Bids 


Bids for the completion of Grand 
Coulee Dam probably will be invited 
in October. This contract involves 
the placing of nearly 7,000,000 yards 
of concrete and is expected to run 
about $60,000,000. It is believed bet- 
ter bids will be obtained if provision 
is made for the adjustment of labor 
cost. Consideration is being given 
plans to eliminate uncertainty in the 
calculation of that item. 
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Plan Guide Adopted 
by Electrical League 


The International Association of 
Electrical Leagues, through its secre- 
tary, O. C. Small, has just released 
“How to Prepare and Select a League 
Program.” The booklet is designed 
to guide members of the association 
in planning and developing a_pro- 
gram of activities. 

More than twenty-eight business 
developments, legislative and admin- 
istrative services, organization and 
management activities are suggested, 
including such projects as adequacy 
of residential wiring, electric water 
heating, industrial _ electrification, 
rural electrification, state and munic- 
ipal electrical legislation. 

An attempt is made to present ways 
and means of solving the various 
problems presented in the develop- 
ment of the various programs. 


Chicago Sets Record 
in Air Conditioning 


Last week Commonwealth Edison 
Company reported that air-conditioning 
installations in Chicago in the first six 
months this year established a new 
high record both in number of in- 
stallations and capacity. 

Installations placed in operation or 
contracted for in the first six months 
totaled 341, as against 245 in the same 
period last year, a gain of 39 per cent. 
Capacity totaled 10,042 hp., as com- 
pared with 5,810 hp. in the same 1936 
period, an increase of 45 per cent. 

June installations totaled 83, with 
capacity of 1,591 hp., a new peak for 
that month, as against 68 and 864 hp. 


in June last year. 


New REA Lines for Missouri 


Missouri General Utilities Company 
will construct about 120 miles of rural 
electric lines in Bollinger, Cape Girar- 
deau. Perry, Ste. Genevieve and Stod- 
dard counties. Project will be financed 
through a $112,000 REA loan now 


being negotiated. 


Plans $125,000 Power Plant 


The Iowa Public Service Company 
has awarded the contract for the con- 
struction of its new $125,000 power 
plant at Cherokee to the Zitterell- 
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Mills Company of Webster City. A 
large machine shop is also to be built 
at Cherokee to take care of repair 
work for other plants in the com- 
pany’s northwestern division. 


Seeks Rural Loan in Georgia 


Farmers in the vicinity of Wash- 
ington, Ga., have asked the REA for 
approval of a loan of $1,000,000 for 
the construction of rural electrification 
lines in Glascock. Jefferson and Wash- 
ington counties. 


eelings 


International Association of Electrical 
Inspectors — Joint annual meeting, 
northwestern and southwestern sections, 
Hotel Utah, Salt Lake City, August 
23-26, F. D. Weber, secretary-treasurer, 
northwestern section, P.O. Box 70, 
Portland, Ore. H. L. Gerber, secretary- 
treasurer, southwestern section, 914 
Merchants ixchange Building, San 
Francisco, Cal. Eastern section, Hart- 
ford, Conn., September 27-30, Joseph P. 
Rohan, general chairman, Hartford 
Building Department, Hartford, Conn. 


American Institute of Electrical Engineers 
—Pacific Coast convention. Spokane, 
Wash., August 30-September 3. Middle 
Eastern District, Akron, Ohio, October 
13-15. H. H. Henline, national secre- 
tary, 33 West 39th St., New York, N. Y. 


National Association of Railroad and 
Utilities Commissioners—Annual con- 
vention, Salt Lake City, August 31- 
September 3. Clyde S. Bailey, secre- 
tary, Earle Building, Washington, D.C. 


Pennsylvania Electric Association—An- 
nual convention, Bedford Springs Hotel, 
Bedford, Pa., September 8-10. Harold 
A. Buch, secretary-treasurer, Telegraph 
Building, Harrisburg, Pa. 


Wisconsin Utilities Association—Trans- 
portation section convention, Lawsonia 
Hotel, Green Lake, Wis., September 13 
and 14. Accounting section convention, 
same place, September 24 and 25. A. F. 
Herwig, executive secretary, 135 West 
Wells St., Milwaukee. 


Illuminating Engineering Society—Annual 
convention. Greenbrier Hotel, White 
Sulphur Springs, W. Va., September 
27-30. A. D. Cameron, general secretary, 
51 Madison Avenue, New York, N. Y. 


Iron and Steel Exposition—Sponsored by 
the Association of Iron and Steel Engi- 
neers, Stevens Hotel, Chicago, Ill., Sep- 
tember 28-October 1. Brent Wiley, 
managing director, Empire Building, 
Pittsburgh, Pa. 


Chicago Exposition of Power and Me- 


chanical Engineering — International 
Ampitheatre, Chicago, Ill, October 
4-9. 
Electrochemical Society — Fall meeting, 


St. Louis, Mo., October 13-16. Colin 
G. Fink, secretary, Columbia University, 
New York, N. Y. 

American Welding Society—Annual meet- 
ing and welding exposition, Atlantic 
City, N. J., October 18-22. Warner S. 
Hays, managing director, 29 West 39th 
St., New York, N. Y. 

Indiana Electric Association — Annual 


meeting, French Lick Springs. Ind., 
October 21-23. 
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Rural Construction 
Shows Gains in 1937 


Rural line construction is proceed. 
ing at a faster pace in 1937 than it did 
in 1936, it appears from an analysis of 
the first 38 returns received in the 
survey now being made by ELEctricay, 
Wor.p. These returns represent about 
15 per cent of the industry in terms of 
total customers. 

The reports received show that the 
companies completed 1,659 miles du- 
ring the first six months of 1937 and 
indicate that an estimated additional 
1,480 miles will be completed during 
the second half-year. This would 
make a total of 3,139 miles for the 
year. or 9 per cent more than the 2.884 
miles completed in 1936. 

There is a general trend toward the 
use of longer average spans; instances 
of spans of 300 ft. or more are not 
unusual; a few have gone to 400 ft. 
and one company reports 500 ft. 

These observations are based on 
early returns confined to the Eastern 
half of the country and comprising sev- 
eral large metropolitan systems serv- 
ing little rural territory or none at all. 

It is planned to close the books on 
July 31 and to publish the results as 
soon thereafter as possible. 


Two New Deal Attorneys 
Reported Ready to Retire 


Thomas Corcoran and _ Benjamin 
Cohen, credited with shaping most 
of the New Deal legislation and as 
co-authors of the Public Utility Hold- 
ing Company Act, have decided to 
retire from government service, at: 
cording to reports from Washington. 

It is also reported that they expect 
to set up a law practice in New York. 


Texas Rural Seeks Funds 


Application for a minimum allot: 
ment of $950.000 for construction of 
a rural electrification system to cove! 
the lower Rio Grande Valley has been 
filed with the REA in Washington, a 
cording to Judge B. H. Oxford. 
chairman of the committee that } 
promoting the project. The surve! 
shows that the proposed system will 
have an average of four subscribers t¢ 
the mile and will serve more than 3.000 
consumers. he stated. 
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Output Sets 


New all-time peak set in 
power production after 
drop in holiday week 


With a rebound of 200,000,000 kw.- 
hr. from the low point registered for 
the week that included Independence 
Day, the output of the electric light 
and power industry in the week ended 
July 17 established a new all-time 
record of 2,298,005,000 kw.-hr.. ac- 
cording to the Edison Electric Insti- 
tute. The previous maximum was 
2.278,303,000 kw.-hr. in the week of 
December 12, 1936. The new figure ex- 
ceeded that of the like week a year ago 
by 13.2 per cent, thereby fully main- 
taining the rate of progress prevailing 
during the past three months. 

In the Western mining region the 
high percentages over 1936 attained 
last spring are again being approached. 
after the recent slackening. Gains in 
the Central industrial area, reduced 
during the strike period, are being re- 
stored. They are increasing on the 
Pacific Coast. 


Weekly Output, Millions of Kw.-Hr. 
1937 1936 1935 


July 17...2,298 July 11..2,030 July 13..1,766 
July 10...2,096 July 4..1.956 July 6..1,655 
July 3...2,238 June 27..2,030 June 29..1,772 
June 26...2,238 June 20..2,005 June 22..1,775 
June 19...2,214 June 13..1,990 June 15..1,743 
June 12...2,214 June 6..1,945 June 8..1,724 
June 5...2,131 May 30..1,922 June 1..1,629 


Central Station 
Census in Canada 


Energy production in Canadian cen- 
tral stations increased nearly 10 per 
cent, but revenue only 2 per cent, and 
net decreased in 1935 compared with 
1934, according to a recent report by 
the Dominion Bureau of Statistics. 
Most of the output was generated from 
water power. Only 1.7 per cent came 





Comparative Statistics of Energy 
Production in Canada 


1935 1934 1933 

Capital ($000)... 1,459,821 1,430,852 1,386,532 
Revenue ($000).1 127,178 124,464 117,532 
Expeuses ($000)2 79,625 75,949 73,052 
Customers ..... 1,694,703 1,660,079 1,666,882 
[nergy generated 

qQnill. kw.-hr.) 23.283 21.197 17,339 
Capaeity (kva.).. 5,893,984 5,699,955 5,491,685 


Pole-line miles.. 57,602 56,214 56,570 


*Duplications excluded. ? Includes wages, 
cost of power, fuel, taxes, but not other 
expense, 





New Record 


23 WEEKLY OUTPUT 


Billions3g of > Kw-Hr.= 


oo 
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Per Cent Change from Previous Year 
Week Ending 


Region July 17 July 10 July 3 


New England + 5.8 + 1.5 +13.1 
Middle Atlantic +10.0 + 5.8 +12.0 
Central Industrial +12.9 + 8.3 +11.8 
West Central....... + 2.3 + 0.7 + 3.5 
Southern States..... +10.7 +10.0 +12.5 
Rocky Mountain... +19.1 +22.2 +14.9 
Pacific. ...... ; + 9.3 + 7.8 + 9.2 

United States... +13.2 + 7.2 +10.3 


from fuels. Some comparative statis- 
tics are shown in the accompanying 
table. 

The report gives detailed statistics 
for 1935 by provinces. 


New Power Lines Authorized 

Wisconsin Power & Light Company 
has been given permission by the Pub- 
lic Service Commission to erect electric 
power lines in the towns of Monroe 
and Jordan, Green County, and Mif- 
flin, Iowa County. 


Great Britain Power Output 
Shows Gain of 18.1 Per Cent 


Generation of electricity in Great 
Britain by authorized undertakers for 
June totaled 1.575,000,000 kw.-hr., as 
against revised 1,334,000,000 kw.-hr. 
a year ago, a gain of 18.1 per cent, 
according to report of the British Elec- 
tricity Commission. 
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For the first six months generation 


totaled 11,222,000,000 kw.-hr., as 
against revised 9,892,000,000 kw.-hr. 
in the same 1936 period, a gain of 
13.4 per cent. 

* 


Illinois Reports June 
Power Output Up 12.5% 


According to the Rates and Re- 
search Section, Illinois Commerce 
Commission, sales of electricity to 
ultimate consumers in June, as re- 
ported by eleven large companies, 
were 572,258,162 kw.-hr., or 12.5 per 
cent greater than the 508,737,144 kw.- 
hr. recorded for the same month last 
year. 

Sales for all companies, excluding 
Commonwealth Edison Company, rose 
from 207,811,045 kw.-hr. to 240,- 
606,211 kw.-hr., or 15.8 per cent, 
during the same period; Common- 
wealth Edison’s sales were up 10.2 


per cent. 
* 


Reports Lighting Increases 


Houston Lighting & Power Company 
reports a consistent increase in light 
connection in Houston during the past 
eighteen months. A total of 105,107 
connections is reported as of June, 
1937, compared with 96,462 in Jan- 
uary, 1936. 

+ 


Larger Output in France 


Production of energy by the 68 
leading producing and distributing 
electrical stations in France during 
March totaled 1,060.813,547 kw.-hr., 
which is 9.57 per cent more than a 
year ago. The three months total 
was 3,069,406,187 kw.-hz., an in- 
crease of 3.2 per cent. 


Highway Safety Lamps 
Planned for Onondaga 


Highway safety lamps emitting a 
mellow orange-yellow light will be 
installed along a 9-mile stretch of 
Route 11 from Syracuse to LaFayette, 
N. Y. Syracuse Lighting Company 
stated that more than 200 General 
Electric 10,000-lumen sodium-vapor 
lamps will be put in operation late in 
the summer. 

The new highway safety lighting 
system will be the largest of its kind 
in Onondaga County and the second 
largest in the state. 
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LONG SERVICE—Pennsylvania Wa- 
ter & Power Company recently cele- 
brated the twenty-fifth anniversary of 
the successful starting of the first 
large Kingsbury bearing on a _ ver- 
tical shaft. Micrometer measurements 
at four points showed no measurable 
wear at the two points near the lead- 
ing edge and wear of only 0.005 in. 
and 0.007 in. at the two points near 
the trailing edge. The total thrust 
load, including the hydraulic thrust, 
of this type of unit, is 220 tons. F. A. 
Allner, vice-president, left, and Albert 
Kingsbury, the inventor 


GREAT LAKES EXPOSI. 
TION—Singing fountains and a 
myriad of brilliant colored 
lights feature the industrial ex- 
hibits this year. Lighting effects 
attracted wide attention of 
electrical industry 


MORE KILOWATTS — Long {kl 
Lighting Company plans to inptal 
new 75,000-kw. turbo-generator in 
plant at Glenwood Landing, whith 
bring the rated capacity to 170,00 
The company will pay for the 
equipment from the proceeds of priv 
sale of $2,000.000 of 4 per ceat f 
mortgage bonds 


the Order of the White Lion ™ 
vellmon, 


Tesla announced his new i” 

which he claims will smash 

than any other device. Dr. Te 
his contributions to scien Ind 
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“Wide World 
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Hs 81t birthday. Dr. 
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CONTROL ROOM— General 
view of electrical control 
room of new continuous rod 
mills of American Steel & 
Wire Company at Joliet, Ill. 


ELECTRICAL BUILDING—A scale model of the Electrical Production Build- 

ing which is to be constructed by the New York World’s Fair, 1939. Westing- 

house Electric & Manufacturing Company signed the first contract for exhibit 

space and plans to demonstrate the effect upon man’s affairs of its research 
and development work during the last 50 years 












Rogge New Westinghouse 
Export Sales Manager 


H. H. Rogge has been recently ap- 
pointed sales manager of the Westing- 
house Electric International Company, 
New York, in which position he will 
be responsible for all Westinghouse ex- 
port sales and sales policies. Mr. 
Rogge joined the Westinghouse com- 
pany in 1922, and for the next three 
years was in the engineering depart- 
ment of the East Pittsburgh Works. 
His first position with the Westing- 
house Electric International Company 
was that of special representative in the 





Netherlands East Indies from 1926 to 
1929. Returning to New York in 1929, 
he was made manager of the syndicate 
division in 1932 and manager of the 
New York sales division in 1935, which 
position he held until his recent ap- 
pointment as sales manager. 


P SAMUEL M. Stone, president of the 
Colt’s Patent Fire Arms Manufactur- 
ing Company, Hartford, Ct., received 
the honorary degree of doctor of engi- 
neering from the Worcester Polytech- 
nic Institute at its recent commence- 
ment. President Earle’s citation read 
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ews. 


in part: “director of . . . corporations. 
A guiding influence in vast industrial 
enterprises, a foremost citizen of his 
city and state, he has by his own efforts 
and his comment earned that title so 
honorable in this nation, ‘Captain of 
Industry’, a man of whom the nation 
may well be proud . . . this Institute 
honors him, no less honor does it be- 
stow upon itself.” 


Walker & Pratt Appoints 
H. M. Parsons Vice-President 


H. M. Parsons has been appointed 
sales manager and elected vice-presi- 
dent and a director of the Walker & 
Pratt Manufacturing Company, Bos- 
ton, Mass. Mr. Parsons is well known 
in the electrical industry, having been 
general manager and consulting engi- 
neer for a Massachusetts utility group. 
later joining the sales organization of 
Landers, Frary & Clark, where he was 
vice-president and sales manager of 
electric sales. For the past six years 
Mr. Parsons has been Eastern sales 
manager of Crawford electric ranges. 

A. L. Smith, vice-president of 
Walker & Pratt, has resigned. Mr. 
Smith is well known in the electric 
range industry for his activities in 
promoting electric cookery. 


> A. B. PATTERSON, president of New 
Orleans Public Service, Inc., has been 
named chairman of the recently organ- 
ized Louisiana State Department of 
Industry and Commerce. The body 
was appointed by Gov. Richard W. 
Leche to co-ordinate efforts to attract 
new industries to Louisiana. 


> R. R. McGee, formerly employed in 
the switchgear engineering department 
of the General Electric Company, 
Philadelphia, Pa., is now associated 
with the Trumbull Electric Manufac- 
turing Company, Sharon, Pa. 
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ABOUT PEOPLE 


Richard Mather President of 


Canadian Electrical Group 


Richard H. Mather, assistant man- 
ager, commercial and distribution de- 
partment, Shawinigan Water & Power 
Company, was elected president of the 
Canadian Electrical Association at its 





47th annual convention, recently held 
at Banff, Alberta. Following his grad- 
uation from McGill University in 1913 
with a degree of B. Sc. in E.E., he 
spent two years on the teaching staff 
of that university, in the department 
of electrical engineering. 


For six months thereafter Mr. 
Mather was with the Westinghouse 
Electric & Manufacturing Company, 
East Pittsburgh; for eleven months 
with the Canadian Westinghouse Com- 
pany, Hamilton, Ont., and for three 
years with Sir W. G. Armstrong Whit- 
worth & Company, Newcastle-on-Tyne. 
He joined the Shawinigan Water & 
Power Company in 1919 as design en- 
gineer, serving as power sales engineer. 
electrical engineer of subsidiary dis- 
tribution companies. before attaining 
his present position. 

His interest in the Canadian Elec- 
trical Association includes serving as 
committee chairman and vice-president. 


-W. Hunter Snead Joins 


“Electrical World” Staff 


W. Hunter Snead has been appoint- 
ed manager of promotion and market 
research of ELECTRICAL WorRLD, effec- 
tive August 1. 

Mr. Snead is widely known in the 
lectrical manufacturing, public utility 
and advertising fields. Starting with 
ihe former Standard Electrical Ap- 
pliance Company, Beverly, N. J., 
_which was absorbed by Frank E. Wol- 
cott of Hartford, Mr. Snead then 
spent three years in field promotion 
and advertising with Westinghouse 
Electric & Manufacturing Company 
and eight years as sales promotion 
manager with Edward L. Wiegand 
Company at Pittsburgh. Recently he 
has been doing special sales promo- 
tion work for West Virginia Pulp & 
Paper Company. 
| He succeeds Earl K. Stevens. who 
now is associated with the Interna- 
tional Exposition Company, New York. 


> Leon M. Fuquay has been appointed 
secretary of the Federal Power Com- 
mission. Mr. Fuquay, a native North 
|Carolinian, came to the commission 
during its reorganization in the early 
part of 1931, serving first as secretary 
to a commissioner, later to the chair- 
man. In August, 1934, he was ap- 
pointed assistant secretary of the com- 
mission. He had been acting secretary 
during the past year and a half. 


> T. H. Crospy has been appointed 
-manager of the Vancouver district of 
| the Canadian Westinghouse Company. 
After serving for a year and a half 
with the British Columbia Electric 
Railway Company Mr. Crosby joined 
the Canadian Westinghouse Company 
at Hamilton and was transferred to 
Vancouver in 1913. He succeeds John 
R. Read, who was lately appointed a 
Vice-president of Canadian Westing- 
house. Mr. Crosby is a past-chairman 
of the Vancouver section of the 
A.LE.E.. a past-president of the Van- 
couver Electric Club and a charter 
member of the Association of Profes- 
sional Engineers of British Columbia. 


>H. C. Fapen has been appointed to 
the newly created position of assistant 
to vice-president and general manager 
A. D. Byler of the Edison General 
Electric Appliance Company, Chicago. 
Mr. Faden’s duties will be concerned 
with co-ordination of sales estimates. 
manufacturing orders, factory sched- 
ules, material purchases, allocation of 


work among factories and such other 
duties as may be assigned from time 
to time. I. A. Rose has been made 
director of purchases and production. 
E. M. SHaw, superintendent of main- 
tenance, will add to his duties and 
title the duties of construction engi- 
neer. 


> Apert H. Jones, Bridgeport, Conn., 
has been appointed purchasing agent 
of the Bryant Electric Company to suc- 
ceed Elmer G. Thrall, who has been 
granted an indefinite leave of absence 
because of ill health. Mr. Thrall had 
held the position for 35 years. Mr. 
Jones was formerly assistant purchas- 
ing agent. 

> Netson B. DeELavan has become 
head of the recently organized Dela- 
van Engineering Company, Des 
Moines, Iowa. Mr. Delavan was for- 
merly vice-president and director of 
sales of the Penn Electric Switch 
Company. Associated with him in the 
new company as partners are R. D. 
Marshall and R. A. Smith, also for- 
merly associated with Penn Electric 
Switch. 


OBITUARY 


Henry Morris Brundage 


Henry Morris Brundage. former 
vice-president of Consolidated Gas 
Company of New York, died July 17 
at United Hospital. 
old 


Born in White Plains, N. Y.. on 


He was 64 years 





August 6, 1872, Mr. Brundage was the 
son of Robert Fosgate Brundage and 
of Caroline Morris Brundage. He had 
been in the employ of Consolidated 
Gas forty years when he retired in 
1934. He had served as comptroller, 


assistant secretary and secretary, and 
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had been vice-president for ten years. 
All matters pertaining to accounting, 
auditing, insurance, taxation and re- 
lated activities were under his jurisdic- 
tion. 

Mr. Brundage was widely known in 
utility circles, having been identified 
with national and state utility organi- 
zations for many years. He was called 
the “father” of the American Gas 
Association’s accounting section. He 
served as treasurer of the association 
from 1920 to 1926, as president of the 
Empire State Gas and Electric Associa- 
tion in 1926 and 1927. He was the 
organizer and first president of the 
Society of Gas and Electric Account- 
ants. He served on many important 
utility committees. He was a member 
of the Society of Gas Lighting, Illumi- 
nating Engineering Society and others. 


> CuHar_es A. Russet, former solici- 
tor for the Federal Power Commission, 
died in Washington, D. C., July 10, at 
the age of 61. He was special counsel 
to Franklin D. Roosevelt when the 
latter was Governor of New York. 
Since then he had served Miami, Fla.; 
Lockport, N. Y., and Wilkes-Barre, 
Pa., as special counsel in electric rate 
cases. He was born on a farm in Eau 
Claire, Wis., and was a graduate of 
De Paul University in Chicago. Presi- 
dent Hoover’s Federal Power Commis-~ 
sion ousted Mr. Russell as general coun- 
sel in December, 1930, following his 
testimony before a Senate committee 
to the effect that he had received in- 
structions from certain of his superiors 
on the commission to direct commis- 
sion accountants to “lay off” the power 
companies. The following spring Gov- 
ernor Roosevelt named Mr. Russell as 
his special counsel on utility matters. 
In this work he concentrated on the 
St. Lawrence River project. 

> WittiaM R. Trirts, a veteran electri- 
cal contractor of St. John, N. B., died 
recently in the General Hospital at St. 
John, following a major operation. 
Identified with electrical work for 36 
years, Mr. Trifts had been in busi- 
ness as an electrical contractor for 32 
years and had specialized in installa- 
tion of theatre electrical systems for ad- 
vertising and illumination. For 28 
years he had been in charge of installa- 
tion of electrical equipment for F. G. 
Spencer Company, St. John, and for 
21 years had charge of all electrical 
work for the St. John Exhibition As- 
sociation. 
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Sales Increase Shown 


by General Electric 
Sales billed by the General Electric 


Company during the first six months 
this year totaled $171,076,645, as 
against $119,273,388 during the same 
1936 period, a gain of 43 per cent, ac- 
cording to Gerard Swope, president. 

Mr. Swope said that profit available 
for dividends for the first six months 
totaled $26,293,604, equivalent to 91 
cents a common share. This was an 
increase of 58 per cent over the profit 
of $16,592,324. or 58 cents a share in 
the same period last year. 

Sales billed during the first quarter 
totaled $73,412,420, as against $51.- 
423,071 in the same 1936 period. Profit 
was $11,626,408, or 40 cents a common 
share, as against $7,086,830, or 25 
cents a common share, in the first 
quarter of last year. 

Mr. Swope said that as of June 25 
there were 195,048 stockholders, as 
against 187,862 in June last year, a 
gain of 3.8 per cent. 


Square D Shipments 
Higher in Six Months 


Shipments of the Square D Com- 
pany during the first half of this year 
were considerably ahead of those of 
the same period last year, according 
to F. W. Magin, president. Incoming 
business was continuing on a satisfac- 
tory basis, he stated. 

Stockholders at a 
approved amendments to the com- 
pany’s charter abolishing the designa- 
tion of class A and class B stock and 
transferring the 123,222 shares of A 
stock into common issue which will 
have the same attributes as the prev- 
ious class B stock. 


recent meeting 
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This action makes the company’s 
stock capitalization 500,000 author- 
ized shares of $1 par common, of 
which 350,072, including 6,212 held 


in the treasury, are outstanding. 


Prices of Lamps Show 
Continued Down Trend 


Lamp prices continued their down- 
ward trend during 1936, according to 
data compiled by the incandescent lamp 
department of the General Electric 
Company. In the fifteen-year period 


me |--1921 average | 
‘ | Le 


























Trend of average list prices of 
domestic lamps 


since 1921 the average list prices have 
decreased to one-third of their former 
value. As the chart shows, the decline, 
far from leveling out, has been pro- 
nounced during the past two years, 
especially in the case of large lamps. 
Comparative percentages of 1921 prices 
are as follows: 


Mini- Total 
Year Large ature L.&M. 
1935 35.8 36.5 35.9 
1936 33.3 33.1 33.3 


Opens New Cleveland Office 


The Warren Telechron Company, 
Ashland, Mass., has opened a new 
Cleveland district office, with H. E. 
Blackburn, Cleveland district manager, 
in charge. 
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AND MARKETS 






Sharp Gain Reported 
in Refrigerator Sales 


Domestic sales of household refrig. 
erators for the first five months this 
year totaled 1,337,407, valued at 
$114,827,241, as against 1,095,812 
units, valued at $89,685,483, in the 
same period last year, according to 
report of the National Electrical Man- 
ufacturers Association. 

May sales totaled 309,767 units, 
valued at $26,454,183, as against 
299,518 units, valued at $24,415,267, 
a year ago. 

World sales for the first five 
months this year totaled 1,444,012 
units, valued at $122,774,648, as 
against 1,175,040 units, valued at 
$95,484,966, in the same 1936 period. 

World sales in May totaled 338.867 
units, valued at $28,239,078, as 
against 320,137 units, valued at $25. 
976,350, a year ago. 


Ford Motor Purchases Twelve 
Westinghouse Bell Furnaces 


The Ford Motor Company has pur- 
chased twelve additional Westing- 
house Electric & Manufacturing Com- 
pany bell type furnaces for annealing 
automobile body stock. Each _ fur- 
nace will be rated at 230 kw., with a 
capacity for annealing two coils 52 
inches in diameter and 48 inches 
in height, giving a total loading of 
32,000 pounds per charge. 

This additional installation of 
twelve bell type furnaces will give the 
Ford company a total of 38 bell ar 
realing furnaces, 24 of which ar 
Westinghouse. 

° 


Report Fan Sales Set Record 


Sales of electric fans this season sé 
a new record for the electrical appl 
ance industry and have exceeded by 
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5 to 10 per cent the 1929 volume, 
according to reports from manufac- 
turers. Fans retailing from $3.98 to 
$20 are getting most of the business, 
it is reported, with a fair volume on 


type selling up to $40. 


Manufacturers Make 
Sales Assignments 


Electrical manufactu1ing companies 
have recently made the following as- 
signments to their sales staffs: 


Westinghouse Electric Supply Company 
has appointed Horace I. McConnel district 
merchandise manager, Middle Atlantic dis- 
trict. 

Electromaster, Inc., has announced the ap- 
pointment of L. E. Baldwin as factory repre- 
sentative for the entire inter-mountain area. 
Mr. Baldwin was formerly superintendent of 
the Utah Power & Light Company’s dealer 
co-ordination program. 

Mercoid Corporation has appointed the 
Loefiler-Greene Supply Company, Oklahoma 
City, local distributor for automatic con- 
trols, thermostats and the complete line of 
controls manufactured by the corporation. 
Bassett Lerch has been transferred from 
the Chicago factory to St. Louis, Mo. 
Russell MacDonald has joined the Boston 
staff and Paul J. Provost the Philadelphia 
staff. 

. 


Sales of Air-Conditioning 
Equipment Show May Drop 


Installed cost of equipment sold by 
members of the Air Conditioning Man- 
ufacturers Association in the first five 
months this year totaled $50,131,360, 
as against $49,942,301 in the same 
period last year, according to William 
b. Henderson, executive 
dent. 

Total cost for May was $8,820,059, 
@ seasonal decrease from April’s figure 
of $9,663,009, but an increase of 43.2 
per cent over May last year. 


vice-presi- 


Kelvinator Shipments 


Shipments of Kelvinator’s new line 
of reach-in and case coolers will start 
this month, according to A. H. Rein- 
ach, sales manager of the standard 


‘ommercial and liquid cooling de- 
partment. 
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New York Metal Prices 
July 13, 1937 July 21, 1937 


Cents per Cents per 

C Pound Pound 
y°Pper electrolytic. . 14.00* 14.00* 
“ad Am. §. & R 
are Ns eiéccce 6.00 6.00 
Wanye. eee e 14.75 15.00 
Ting’! ingot bs ienaien 35.00 35.00 
Th qpot iia exe ses 7.35 7.35 
Os ss vac as 59.25 60.25 
Uinum, 99 per ; 

on a 20-21 20—21 
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Field Reports on Business 


Business leaders are more optimistic over fall business prospects since 
the voice of Congressional conservatives has assumed greater impor- 
tance. Electrical manufacturers are doing a good volume of business, 
with fall prospects bright. Retail trade appears to be gaining. 


NEW ENGLAND 


More optimism prevails in this district 
due to less disturbance in the industrial 
field, and sales of electrical equipment for 
the current month are beginning to show 
a slight improvement over last month, in 
the opinion of a number of representatives. 

Small motor sales are strong; recently 
one textile mill in Rhode Island pur- 
chased sixteen loom motors and a_promi- 
nent knitting company has added nine 
new motors. Fractional-horsepower motor 
sales are strong; one manufacturer reports 
steady buying of 4-hp. motors and regular 
deliveries of smaller fractional-hp. motors 
to machine manufacturers. 

Electric arc welders are in good de- 
mand; over 150 units have been placed by 
one well-known manufacturer.  Air-condi- 
tioning supplies are moving well; during 
the first half of this month one company 
reports sales of 10-hp. and larger motors 
for air-conditioning at the highest volume 
for the year. 

Merchandising is forging ahead and is 
very encouraging in eastern Massachusetts. 


The strong trend in the marketing of 
“all electric’? homes is noted in the an- 


nouncement of projects totalling 111 such 
homes in districts north of Boston and 75 
electrified homes in Westwood. One dis- 
tributor records doubling the sales volume 
of last year at this date of electric Jaun- 
dering apparatus. 

New installations for the extension of 
power plants reported by the Riley Stoker 
Company, Worcester, Mass., include two 
60,000-lb.-per-hour steam boilers to the New- 
port (R.I.) Electric Corporation and two 
boilers of the same eapacity to the Central 
Ohio Power & Light Company; also this 
company has two repeat orders of 350,000-Ib. 
boilers for the West Virginia Pulp & Paper 
Company. 


CHICAGO 


An irregular trend dominated the ac- 
tivity of the majority of businesses in this 
area last week. Sentiment was materially 
benefitted by the resumption of activity 
in the steel mill district. Retail and 
wholesale turnover was particularly ac- 
tive, making substantial gains over the 
previous week and broadening the increase 
over last year. Industrial activity, how- 
ever, revealed the lack of strength shown 
earlier in the year and building construc- 
tion was more or listless. On the 
whole, however, sentiment is more opti- 
mistic than at any time during the past 
two months as expectations of renewed 
buying after the summer slackness seems 
likely to materialize early this fall. 


less 


New records continue to be set in air- 
conditioning installations as last month’s 


figures show an increase over last year of 
25 per cent in number and nearly double 
the capacity. Radio’ sales are exception- 
ally high, averaging from 20 to 30 per cent 
above last year. Central station supplies 
are steady and the demand for smaller 
equipment is good. Sales of cable are 
holding up well, but wiring devices and 
fittings are slack. Appliance sales de- 
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clined moderately, but maintained a pace 
approximately 15 per cent above last year’s 
level. 


NEW YORK 


With the “court packing” bill of President 
Roosevelt killed, industry feels that con- 
seryatism may again come to the fore, mak- 
ing it less opportune for the administration 
to attack business. The decided optimistic 
feeling regarding bright prospects for fall 
trade has been voiced privately in many in- 
dustries. It is felt that should sound eco- 
nomics be allowed to rule business conduct, 
as well as that of the government, the coun- 
try will forge ahead with increasing oppor- 
tunities for expanding trade. 

General Electric’s report showing sales 
billed for the first six months of $171,076,- 
645, as against $119,273,388 in the same 1936 
period, and profits of $26.293,604, against 
$16,592,324, is taken as further indication of 
the substantial volume of business which 
electrical manufacturers have enjoyed so far 
this year. Reports from the industry indi- 
eate that third and fourth quarter reports 
will show a continuation of the present trend. 

Retail outlets report good volume of sales 
of household electrical appliances. Electric 
fans have been in large demand. Refrig- 
erators and air-conditioning units are going 
well. ; 

The high cost of building materials has 
tended to slacken home construction. Pres- 
sure is being exerted in many quarters, even 
in governmental circles, to bring about some 
downward adjustment in material prices to 
stimulate building. 


PACIFIC COAST 


Electrical business all over the Pacific 
slope is still good. The sizable stock or- 
ders during the spring period of price 
advances have been replaced by cautious, 
almost a hand-to-mouth, buying by dealers 
and contractors, though utility companies 
are still purchasing heavily because of 
definite planned programs of expansion 
and replacement. 

The labor uncertainty in such retail 
areas as Seattle and San Francisco is now 
recorded in the California Central Valley 
in farms and canning centers. Otherwise, 
the over-all volume is 10 to 20 per cent 
better than for 1936. 

Heavy machinery orders include $44,680 
G.E. oil circuit breakers, $13,495 relays, 
two size 5-ton electric cranes, $184,840 
Penn transformers on contract, all for Los 
Angeles area, and $40,000 transformers for 
Seminoe Power Plant. The $170,000,000 
California Central Valley project is ap- 
proaching stage of actual construction on 
Kennett Dam, reflected in contracts for 
dormitories, offices and laboratories near 
site. 

Industrial developments include plans 
for $600,000 addition to General Petro- 
leum’s Torrance plant and $76,966 award 
for electric distribution system covering 
five sound stages in M.G.M.’s Culver City 
studios. 
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Utility Stocks Continue Gains 


1931 1932 1933 1934 1935 1936 Jon. Feb. Mar. Apr. May June July 


1937 


Utility stocks continued the upward movement begun two weeks ago, with 


the “Electrical World” index rising to 33.7. 


Index week ago, 32.9; year 


ago, 39.5; 1937 high, 41.5; low, 30.6 


Associated Gas Shows 
Decline in Investors 


Associated Gas & Electric Company 
reports 159,350 owners of registered 
and coupon securities of the company 
in June, a decrease of 6.7 per cent 
from the 170,848 holders in the sum- 
mer of last year. The figure eliminates 
duplications of holdings. 

It was stated that recent studies 
have shown that the number of secur- 
ity holders in America’s larger cor- 
porations, especially utilities, have 
tended to fall off in the last three 
years. 

New York leads the states with 54,- 
393 holders. Pennsylvania has 32,- 
499, Massachusetts 9,268, Illinois 
8,218, New Jersey 6,834, California 
6.436. Holland has 9,453 investors 
in Associated securities. 


State Commission Approves 
Westchester Lighting Bonds 


Westchester Lighting Company, af- 
filiate of Consolidated Edison Com- 
pany of New York, Inc., has been 
authorized by the Public Service Com- 
mission to change the stated value of 
its capital stock from $50 to $44 a 
share and to reduce its capital from 
$41,800,000 to $36,784,000. The dif- 
ference, $5,016,000, will be transferred 
to surplus, which will be increased 
from $2,494,734 to $7,510,734. The 
company now has outstanding 836,000 
shares of stock, all of it owned by 
Consolidated Edison. 
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The commission also has approved 
the issue of $25,000,000 of 34 per 
cent first mortgage bonds. Proceeds 
will be used to liquidate debt to Con- 
solidated Edison. 


& 
Withdraws Issue of Notes 


The Securities and Exchange Com- 
mission has issued an order consenting 
to withdrawal by Rhode Island Public 
Service Company of a declaration un- 
der the Utility Act with respect to issue 
and sale of $8,000,000 notes. It also 
permitted New England Power Asso- 
ciation to withdraw its declaration 
filed in connection with its guaranty of 
the principal amount of the notes. 


Extend Time on Utility Sale 


American Power & Light Company 
has extended until August 25 the time 
limit for Superior, Wis., to purchase 
the utility’s local properties, at the re- 





Earnings Reports (Utilities) 





Net Income 


1937 1936 

*The Detroit Edison 

SHOE, in cdcwan a $10,841,575 $10,857,300 
*L’ville G. & E. (Del.) 

ORG OUDE.. cvv cence 1,491,618 1,673,211 
*Northern States Pwr. 

*(Minn.) and subs.. 5,676,178 4,747,596 
*Northern States Pwr. 

(Del.) and subs... 5,505,681 5,107,890 
|Philadelphia Co. and 

eS 8,672,016 8,725,548 
tUnited Corp. ...... 4,826,464 4,611,350 
*American Gas & 

ne 10,567,811 8,859,387 
*Twelve months ended May 81. 
*Twelve months ended June 30. 
tSix months ended June 30. 
Excluding Beaver Valley Traction and 


subsidiary. 
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quest of Mayor Byrn Ostby. Time 
limit on the company’s offer to sell its 
properties to the city for $5,100,000 
was first set to expire in April, and 
was later extended to July 1. 


Second Plan Is Filed 
for Utilities Power 


A second reorganization plan for 
the Utilities Power & Light Corpora. 
tion based on a valuation of $60,000, 
000 for all assets of the company, 
was filed last week in Chicago with 
Federal Judge William H. Holly by 
Robert N. Golding, counsel for a 
group of debenture holders. 

Under the plan debenture holders 
would receive all accrued and unpaid 
interest to October 1, 1937; this would 
require a cash payment of about 
$2,700,000. In addition, debenture 
holders and other creditors would re- 
ceive a $14,000,000 pro rata cash dis- 
tribution—about 30 per cent of the 
principal amount — reducing _ the 
amount of their claims to $34,000,000. 

Collateral trust 5 per cent convert: 
ible notes due on September 30, 1947, 
and bearing interest after October 1, 
1937, would account for $20,000,000 
of this amount. Six per cent cumu- 
lative preferred stock, $100 par, dis- 
tributed pro rata, would make up the 
remainder. Each $100 par of stock 
and notes would be convertible into 
thirteen shares of common stock of 
the new corporation. 


Recent SEC Utility Orders 


Recent orders of the Securities and 
Exchange Commission with reference 
to electric utilities include: 


Approval of the acquisition by the (iti 
zens Utilities Company of all the assets and 
business of its subsidiary, Public Utilities 
Kansas Corporation. Included in this & 
quisition is the assumption of the sub- 
sidiary’s liability on $17,500 _ principal 
amount of City of Brewster (Kans.) elec: 
tric light bonds. Dismissal of the applic 
tion of the Citizens Utilities Company fo 
approval of the acquisition of all the bust 
ness and assets of the Newport Electric 
Company, a Vermont corporation, on the 
grounds that such approval had already 
been given by the Vermont Public Service 
Commission and therefore the approval o 
the SEC was not needed. ‘. 

Exemption of the Granite State Electr 
Company from the provisions of Sectio® 
6 (a) of the Public Utility Holding Com 
pany Act of 1935 with respect to the iss’ 
and sale of 3,610 shares of common capil 
stock, par value, $100 per share. Shares . 
to be sold to the New England Power ** 
sociation to retire on August 1, 1937, firs! 
mortgage bonds due August 1, 1942. 
















vidual controls; all controls are located on 
the front panel. To prevent interaction of 
controls and to give a brilliant trace two 
power supplies are used, delivering 1,125 
and 415 volts d.c. Unit itself is a.c. oper- 


ated, from 60-cycle, 110-120-volt lines. 




































































New Lamps—“V.A. Corrected Light II- 
luminators” is the term applied by the Greist 
Manufacturing Company, New Haven, Conn., 
to its new line of table and floor lamps for 
home, office and school use. The company 
explains that the “V.A.” stands for “visual 
acuity,” and adds that vision is greatly 
aided by the increased color contrast and 
distinctness of detail under this corrected 
light. The “Celestialite” luminaire, triple 
layer glass-diffuser featured in the “White 
Knight” desk lamps announced last winter 


EQUIPMENT 


AppLIANCE KitcHEN—A_ complete ap-_ in. high. by 24 in. wide by 24 in. deep and 
pliance kitchen announced by Westinghouse has a storage space of about 3 cu.ft. 
Electric & Manufacturing Company, East 


Pittsburgh, brings the planned kitchen to TuHreE-INcH OsciLLocrapH—The Type 164 a weed in this line. Clamping, ae 
; ; ; : arm units, wall bracket types and pedestal 
) the apartment house dweller. A full-sized service oscillograph developed by the Allen Laine: one tealadielh Ga Ge elite Bek. os 
1 electric roaster is used in place of the con- B. Du Mont Laboratories, Upper Montclair, ail a ceeded tetites: tik andy toll Seana 
ventional range and is supplemented by such N. J., uses a new type 3-in. cathode-ray tube haan sili atts . 
appliances as the coffee maker, sandwich with a sensitivity of 0.38 mm. per volt. It 5 
$ grill, hot plate, toaster and waffle maker, is designed to allow observation of a single Fan Ventiatrion—A Ita. “Seabeeese” 
| which may be stored in the cabinets above wave from 15 to 30,000 cycles per second. veins is a cenenh ‘elite to the ioe 
j the working surface. Two standard electric Vertical and horizontal amplifiers have indi- of the Emerson Electric & Manufacturing 
cords are located in the top of the back- Consume Sx. Lanka. Geikath Gei-tenen oe 
t splasher and are so concealed that only the ea ene it is avails 2 : deaiiaie anal 
e end plugged to the appliance is visible when Pigs 


box for permanent installations or with a 
portable metal panel for installing in window 
or transom. It is said to haye an air-moving 
capacity of 875 cu.ft. per minute. 


cord is not in use. Unit is 88 in. high, 72 
in. wide. Adaptable to this planned kitchen 
$- is the company’s new UG-30 model electric 
refrigerator, designed to fit under standard- 








; height kitch ters. It measures 3414 
ie a ee ee ee Air FRESHENER—Electroaire Corporation, 
Chicago, has developed its model “FO” 
. ozone generator to destroy odors and freshen 
t- Sheee-Baet air in offices and buildings. One size is 
7 ; Oscillograph designed to “ozonate” 8,000 cu.ft., the other, 
4 Now Gretel Samp 20,000 cu.ft. It features a “Roto-Beam” 
l, air circulator, which builds up a spiraling 
\) air stream, sucking air in from all sides and 
U- giving a fast and wide air distribution. 
is COMPENSATED TRANSFORMER—A_ voltage 
he compensator to supply regulated power to 
k devices requiring a constant low voltage is 
offered by the Sola Electric Company, Chi- 
to cago. Built to individual applications, it is 
of suggested particularly for such low-voltage 
applications as photo-electric cells, X-ray 
lamp filiments, exciter lamps and precision 
and recording instruments. 
s 
: TECHNICAL BULLETINS 
nce 
ELecrric Heatinc—Bulletin No. 93, “Elec- 
tric Power Market in Washington, Part I, 
Citi: Electric Heating of Residences,” is a recent 
and publication of the Engineering Experiment 
ities Station, University of Washington. The bul- 
ac letin presents the results of a study, under 
sub- the direction of Carl E. Magnusson, director 
sipal of the station, on the feasibility of electric 
elec: heating of residences under climatic condi- 
lica- tions existing in Seattle, and includes _be- 
- for sides 40 pages of text, four charts en various 
busi aspects of the problem and its solution. 
tric Copies are available from the experiment 
the station at 40 cents. 
‘ y 
vad LicgHtNING ProtTECTION—Late engineer- 
al of ing information on lightning protection for 
distribution systems forms one of the two 
ectric sections of Catalog No. 390, issued by the 
ction Electric Service Supplies Company, Seven- 
Com: teenth and Cambria Streets, Philadelphia. 
jssue Discussion is included on lightning protec- 
apital tion for distribution systems, for rural dis- 
ng ate tributon lines, on performance characteris- 
c As tics of arresters and on the theory of opera- 
— first tion of crystal valve lightning arresters. The 










catalog section furnishes complete listings 


Ozone Generator Appliance Kitchen and descriptions of this line. 
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Samson United Reports 
Gain in Business Volume 


Volume of business of the Samson 
Inited Corporation, Rochester, N. Y.. 
maker of household electrical ap- 
pliances, for the first six months this 
year showed a gain of 76 per cent 
over the same 1936 period, according 
to A. O. Samuels, president. Unfilled 
orders are running substantially in 
excess of any previous corresponding 
period. 

Mr. Samuels stated that sales of 
rubber-blade fans have contributed 
largely to the increased volume of 
business. Preparations have been com- 
pleted to introduce a newly developed 
automatic coffee percolator. 


Hygrade Sylvania Reports 
Sharp Gain in Net Income 


Hygrade Sylvania Corporation re- 
ports net income of $590,315 for the 
first six months this year, equal after 
preferred dividend 
$2.55 a common share. This com- 
pares with $410,734, or $1.76 a com- 
mon share, in the same 1936 period. 

The factory workers of the lamp 
division at Salem, Mass., and St. 
Marys, Pa., started their annual vaca- 
tion of two weeks. 


requirements to 


The plants will 
W ork- 
ers in the radio tube division resumed 
operations this week after their an- 
nual vacation of two weeks. 


resume operations August 2. 


CIO Wins at Westinghouse 


The United Electrical and Radio 
Workers of America, a CIO affiliate, 
has been formally certified as the ex- 
clusive bargaining agency of the West- 
inghouse Electric 
Companys East Pittsburgh _ plant. 
Charles T. Douds, regional NLRB 
director, reported that 7,200 of the 11.- 
500 workers at the plant voted for the 
CIO union at the recent election. 


& Manufacturing 


os 
Austria Electrical Data 


Austria and Rumania are the latest 
countries to be covered in the “World 
Power Manual and Electrical Export- 
ers’ Handbook” series of the Depart- 
ment of Commerce. Data are given 
regarding central stations and kind of 
Re- 
tail service is generally at 220 volts, 
90 cycles. The market for American 


goods is small. 


service in numerous communities. 
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OPPORTUNITIES 


Grottroes, VA.—Virginia Public Service 
Company, Charlottesville, Va., plans early 
construction of new 66,000-volt transmission 
line from connection with present high-ten- 
sion system at Dooms, Va., to Grottoes, 
about 12 miles, for power service at new 
mill of Duplan Silk Corporation, New York, 
N.Y., to be erected at last noted place. 
A power substation will be built at mill 
site. Cost close to $75,000. 


Fort Wayne, Inp.—Receives bids until 
August 11 for extensions and improvements 
in municipal electric power station, includ- 
ing new high-pressure boiler unit with acces- 
sories, stoker, ash-handling equipment. En- 
tire project is estimated to cost about $100.- 
000. (Bids recently received for project 
have been rejected). 


FERNANDINA, FLA.—Fernandina Pulp & 
Paper Company, recently organized as a 
joint subsidiary of Rainier Pulp & Paper 
Company, Shelton, Wash., Grays Harbor 
Pulp & Paper Company, Hoquiam, Wash., 
and Olympic Forest Products Company. 
Port Angeles, Wash., affiliated interests, all 
headed by E. M. Mills, plans installation of 
motors and controls, regulators, transformers 
and accessories, conveyors and other equip- 
ment in new bleached sulphite pulp mill at 
Fernandina, where large tract of land is 
being secured. Plant will comprise a group 
of one and multi-story units; a power house 
will be built. Cost about $5,000,000. 


Storm Lake, Iowa—Has plans maturing 
for new municipal electric power plant, 
with installation to include three Diesel en- 
gine-generator units and accessory equip- 
ment. Cost about $330,000. Special elec- 
tion has been called on August 25 to vote 
bonds in amount noted. Young & Stanley, 
Inc., Muscatine, Iowa, is consulting engi- 
neer. 


PapucaH, Ky.—Jackson Purchase Elec- 
tric Co-operative Corporation, Paducah, has 
plans maturing for primary and secondary 
lines for rural electrification in parts of Mc- 
Cracken, Livingston, Ballard, Marshall and 
Graves Counties, totaling about 130 miles, 
with outdoor power substation and service 
facilities. Fund of $140,000 is being ar- 
ranged through federal aid. Ray W. Chana- 
berry, Inc., Realty Building, Louisville, Ky., 
is consulting engineer. 


Wasuincton, D.C.—Potomac Electric 
Power Company plans new two-story elec- 
trical and mechanical shop at 2255 Eleventh 
Street, N.W., with garage and service facili- 
ties for company motor trucks and cars. 
Cost about $350,000, including equipment. 


Oreen, N.C.—Construction Service, Vet- 
erans’ Administration, Washington, D.C., re- 
ceives bids until August 3, for street-lighting 
system at institution grounds at Oteen, as 
per specifications on file. 


CLEVELAND, On1o—Fisher Body Corpora- 
tion, Coit Road and East 146th Street, a 
division of General Motors Corporation, 
plans installation of motors and _ controls, 
regulators, conveyors, electric hoists and 
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other equipment in new additions to local 
automobile body works. Cost about $450,000. 
Main offices of company are in General 
Motors Building, Detroit, Mich. 


CLarKsTton, WasH.—Washington Water 
Power Company, Spokane, Wash., plans new 
transmission line from Clarkston to Asotin, 
Wash. Also will build new power substa- 
tion at South Clarkston for line connection 
with present high-tension system. Cost 
close to $50,000. Company has made appli- 
cation for permission for new 110,000-volt 
transmission line from Chelan, Wash., to 
point near Lucerne, Wash., about 50 miles, 
where service will be furnished for mines 
and mills of Howe Sound Company, as re- 
cently noted in these columns. Cost over 
$200,000. 


Witmincton, N.C.—Riegel Paper  Cor- 
poration, 342 Madison Avenue, New York, 
N. Y., with paper mill at Milford, N. J., 
plans installation of motors and controls, 
transformers and accessories, regulators, con- 
veyors, electric hoists and other equipment 
in new multi-unit pulp mill at Wilmington, 
where site is being secured. A power house 
will be built. Cost estimated over $1,000,- 
000. 


Katamazoo, Micu.—Receives bids soon 
for expansion and improvements in munici- 
pal electric power plant, including turbo- 
generator unit and accessories, condenser, 
boilers and auxiliary equipment, _heat- 
balancing equipment, pumps and complete 
auxiliary equipment. Cost estimated at 
$265,000. Burns & McDonnell Engineering 
Company, 107 West Linwood Boulevard. 
Kansas City, Mo., is consulting engineer. 


Canton, Iztit.—International Harvester 
Company, 606 South Michigan Avenue, Chi- 
cago, Ill., plans installation of motors and 
controls, regulators, conveyors and_ other 
equipment in connection with rebuilding of 
portion of branch plant at Canton, recently 
destroyed by fire. Loss about $225,000. 


BrooKHAVEN, Marss.—Southwest Missis- 
sippi Electric Power Association, Brook- 
haven, plans primary and secondary lines 
for rural electrification in parts of Lincoln, 
Hinds, Jefferson, Copiah and neighboring 
counties, totaling about 200 miles, with out- 
door power substations and service facilities. 
Fund of $205,000 is being secured through 
federal aid. Proposed to ask bids soon. 


Boone, Iowa—Fort Dodge, Des Moines & 
Southern Railroad Company, Boone, plans 
extensions in transmission lines in parts of 
Webster County. Application has been 
made for permission. 


RiverpaLe, Mp.—Engineering & Research 
Corporation, Sligo Mills Road, Washington, 
D. C., plans installation of motors and con- 
trols, regulators, conveyors, electric hoists 
and other equipment in new multi-unit alt 
craft parts manufacturing plant at Riverdale. 
A power house will be built. Cost over 
$100,000. Kubitz & Koenig, Emerson Tower 
Building, Baltimore, Md., are consulting 
engineers. 





